Sheridan is the home of thrilling Sheridan 
Rodeo held in July each year where the Old 
West comes back to live again. Here are 
seen hundreds of Indians from the nearby 
reservations in their native customes. Here 
every' type of western event may be seen, 
bronco riding, trick roping, Indian rolls, bull- 
dogging, etc. 
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